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LIMITED OFFICIAL USE LOME 2797 

E.O. 11652: N/A 
TAGS: EIND, TO, US 

SUB J : FERTILIZER PROJECT: DAVY POWER GAS PROPOSAL 
REF: A. STATE 289751; B. STATE 144617 

1. EMBOFF TOLD BY AKAKPOVI (FORMERLY EMMANUEL BOB) AKITANI, SECRETAIRE 

GENERALE TECHNIQUE OF CTMB, GOT HAS ALL BUT FINALIZED SELECTION OF 
FRENCH COMPANY COFRAL FOR CONSTRUCTION PHOSPHORIC FERTILIZER FACTORY. 
COFRAL PROPOSAL CURRENTLY BEING EVALUATED BY UNNAMED ENGINEERING FIRM 
AND SHOULD IT PROVE ACCEPTABLE TO GOT AWARDING OF CONTRACT MAY OCCUR 
BEFORE END OF MONTH. AKITANI SAID DPG NEVER SUBMITTED DETAILED PROJECT 

PROPOSAL TO GOT AND RUEFULLY OPINED IT IS NOW TOO LATE TO DO SO. 

2. COMMENT: EMBASSY REGRETS DPG'S APPARENT INDIFFERENCE PURSUING THIS 
$135 MILLION PLUS PROJECT. AS FAR AS WE KNOW AKITANI IS CORRECT IN 
STATING DPG NEVER SUBMITTED MORE THAN INITIAL GENERALIZED FEASIBILITY 
STUDY. FURTHERMORE PLANNED DPG/EX-IM VISIT TO LOME (REFTEL B) NEVER 
MATERIALIZED WHICH DOUBTLESS HELPED REMOVE U.S. COMPANY FURTHER FROM 
PICTURE. 
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